Mills Lake, reached by a short trip of less 
than a mile from the Loch Vale Trail, lies 
beneath the great northern buttress of Longs 
Peak in Glacier Gorge. It is the first in a 
number of lakes lying in this great rocky 
valley that reaches clear back behind Longs 
Peak to the foot of Chief's Head. 
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464—Mills Lake in Glacier Gorge, Alt. 10.000 Feet. 
Rocky Mountain National Park, Colorado 




